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Customer 10: 3954 
Certificate: 73-C-0001 

Site: TRA 

CARSON & BARNES CIRCUS 

Inspection 

Type: ROUTINE INSPECTION 
Date: MAR-25-2008 


THIS INSPECTION AND EXIT INTERVIEW CONDUCTED BY CATHY NIEBRUEGGE, ACI AND OWNER OF CIRCUS, 
THIS INSPECTION WAS CONDUCTED AT THE ATOKA COUNTY FAIR GROUNDS IN ATOKA, OK. 

ALL ITEMS IN COMPLIANCE THIS INSPECTION. 

LAST INSPECTION CONDUCTED ON 02-08 AT THE WINTER QUARTERS IN HUGO, OK 
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